ANNEXUREA 


TABLE 2: ITEMS NOT ON TRANSVERSAL CONTRACTS 


ITEM NUMBER 

ITEM DESCRIPTION 

Supplier Name 

UNIT OF 

MEASURE 

PRICE OFFERED 
(Incl. of all 
applicable taxes) 

VALIDITY 

PERIOD 

BRAND NAME 

COUNTRY OF 

ORIGIN 

NAME OF MANUFACTURER 

QUANTITY 

AVAILABLE IN STOCK 

LEAD TIME (WITH 
STOCK AVAILABLE) 

FUTURE 

QUANTITY 

LEAD TIME FOR 

FUTURE QUANTITY 

RTCOVID19-001 

Particulate filtering half mask: Disposable 

Description: Particulate filtration respirators used for protection against airborne 
diseases such as tuberculosis. 

• a particulate filtration half mask must cover the chin, mouth and nose; it may/ may 
not have an exhalation valve 

• The particulate filtration respirator must not disintegrate during continuous or 
intermittent use in a 12 hour work day. 

• Parts of the particulate filtration respirator that are more likely to come into contact 
with the wearer must be hypo-allergenic. 

• Filter performance must meet standards relevant to the specific respirator 
classification. 

• The respirator must have an adjustable/self-adjustable head harness which ensures 
ease of donning or removal of the respirator. 

• The particulate filtration respirator shall have a filtration efficiency. 

• The particulate filtration respirator shall have the equivalent of an external 
hydrophobic fabric layer for droplet protection. 

Labeling: 

1. Name or trademark 

2. Filter efficiency/Classification 

3. Approval number 

4. Standard compliance 

5. Size of the respirator 

Sizes: Small 

ALFREHUTCH TRADING CC 

each 

R 5,61 

90 days 

HUTCH 

BELGIUM 

Halyard 

100 000 

10 days 

10 000 

7 days 

Allenco Medical And Dental 

Supplies CC 

each 

R 7,06 

30 days 

Halyard 

USA 

Halyard 

No stock 

Not applicable 

30 000 

60 days 

Quality Medical Supplies (Pty) Ltd 

each 

R 9,00 

90 days 

A+ 

CHINA 

Anging Yipak Packaging Material 

1 000 000 

14 Days 

10 000 000 

30 Days 

Lechoba Medical Technologies 
(Pty) Ltd 

each 

R 18,75 

90 days 

ALPHA PROTECH PFL® 

USA 

ALPHA PROTECH 

1480 000 

21 days 

1 500 000 

30 days 

Tripple N Medical Distributors (Pty) 
Ltd 

each 

R 39,07 

7 days 

iclear 

CHINA 

NANFANG 

50 000 

15 days 

10 000 000 

30 days 

Arc Technology (Pty) Ltd 

each 

R 49,00 

5 days 

ARC-TEC (GENERIC) 

CHINA 

N/A 

50 000 

21 days 

5 000 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

each 

R 69,00 

90 days 

LMS 

CHINA 

Makrite 

No stock 

Not applicable 

150 000 

14 days 

JD Strategic Investments 

each 

R 69,00 

90 days 

Malicom 

INDIA 

JD Strateic Investments 

1500 

5 days 

No Stock 

Not applicable 

Multisurge (Pty) Ltd 

each 

R 109,25 

30 days 

SANICAL 

CHINA 

SUZHOU SANICAL PROTECTIVE PRODUCT 

MANUFACTURING CO LTD 

No stock 

Not applicable 

10 000 

21 days 

Tara Healthcare (Pty) Ltd 

each 

R 150,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

1 000 000 

20 days 

RTCOVID19-002 

Particulate filtering half mask: Disposable 

Description: Particulate filtration respirators used for protection against airborne 
diseases such as tuberculosis. 

• a particulate filtration half mask must cover the chin, mouth and nose; it may/ may 
not have an exhalation valve 

• The particulate filtration respirator must not disintegrate during continuous or 
intermittent use in a 12 hour work day. 

• Parts of the particulate filtration respirator that are more likely to come into contact 
with the wearer must be hypo-allergenic. 

• Filter performance must meet standards relevant to the specific respirator 
classification. 

• The respirator must have an adjustable/self-adjustable head harness which ensures 
ease of donning or removal of the respirator. 

• The particulate filtration respirator shall have a filtration efficiency . 

• The particulate filtration respirator shall have the equivalent of an external 
hydrophobic fabric layer for droplet protection. 

Labeling: 

1. Name or trademark 

2. Filter efficiency/Classification 

3. Approval number 

4. Standard compliance 

5. Size of the respirator 

Sizes: Medium 

ALFREHUTCH TRADING CC 

each 

R 5,61 

90 days 

HUTCH 

BELGIUM 

Halyard 

10 000 

14 DAYS 

10 000 000 

7 days 

Allenco Medical And Dental 

Supplies CC 

each 

R 7,06 

30 days 

Halyard 

USA 

Halyard 

No stock 

Not applicable 

30 000 

60 days 

Quality Medical Supplies (Pty) Ltd 

each 

R 9,00 

90 days 

A+ 

CHINA 

Anging Yipak Packaging Material 

1 000 000 

14 Days 

10 000 000 

30 Days 

UNITRADE 1032 CC 

each 

R 11,12 

120 days 

HALYARD N 95 

UK 

HALYARD 

No stock 

Not applicable 

AS REQUIRED 

30 days 

Lechoba Medical Technologies 
(Pty) Ltd 

each 

R 18,75 

90 days 

ALPHA PROTECH PFL® 

USA 

ALPHA PROTECH 

1 480 000 

21 days 

1 500 000 

30 days 

Tripple N Medical Distributors (Pty) 
Ltd 

each 

R 39,07 

7 days 

iclear 

CHINA 

NANFANG 

100 000 

15 days 

10 000 000 

30 days 

Arc Technology (Pty) Ltd 

each 

R 52,00 

5 days 

ARC-TEC (GENERIC) 

CHINA 

N/A 

50 000 

21 days 

5 000 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

each 

R 69,00 

90 days 

LMS 

CHINA 

Makrite 

No stock 

Not applicable 

150 000 

14 days 

Multisurge (Pty) Ltd 

each 

R 115,00 

30 days 

SANICAL 

CHINA 

SUZHOU SANICAL PROTECTIVE PRODUCT 

MANUFACTURING CO LTD 

No stock 

Not applicable 

10 000 

21 days 

Tara Healthcare (Pty) Ltd 

each 

R 150,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

1 000 000 

20 days 

RTCOVID19-003 

Particulate filtering half mask: Disposable 

Description: Particulate filtration respirators used for protection against airborne 
diseases such as tuberculosis. 

• a particulate filtration half mask must cover the chin, mouth and nose; it may/ may 
not have an exhalation valve 

• The particulate filtration respirator must not disintegrate during continuous or 
intermittent use in a 12 hour work day. 

• Parts of the particulate filtration respirator that are more likely to come into contact 
with the wearer must be hypo-allergenic. 

• Filter performance must meet standards relevant to the specific respirator 
classification. 

• The respirator must have an adjustable/self-adjustable head harness which ensures 
ease of donning or removal of the respirator. 

• The particulate filtration respirator shall have a filtration efficiency. 

• The particulate filtration respirator shall have the equivalent of an external 

ALFREHUTCH TRADING CC 

each 

R 5,61 

90 days 

HUTCH 

BELGIUM 

Halyard 

10 000 

21 days 

10 000 000 

7 days 

Allenco Medical And Dental 

Supplies CC 

each 

R 7,06 

30 days 

Halyard 

USA 

Halyard 

No stock 

Not applicable 

30 000 

60 days 

Quality Medical Supplies (Pty) Ltd 

each 

R 9,00 

90 days 

A+ 

CHINA 

Anging Yipak Packaging Material 

1 000 000 

21 days 

10 000 000 

30 Days 

UNITRADE 1032 CC 

each 

R 11,12 

120 days 

HALYARD N 95 

UK 

HALYARD 

No stock 

Not applicable 

AS REQUIRED 

30 days 

Tripple N Medical Distributors (Pty) 
Ltd 

each 

R 11,63 

7 days 

iclear 

CHINA 

NANFANG 

250 000 

21 days 

1 000 000 

30 days 

Lechoba Medical Technologies 
(Pty) Ltd 

each 

R 18,75 

90 days 

ALPHA PROTECH PFL® 

USA 

ALPHA PROTECH 

1 480 000 

21 days 

1 500 000 

30 days 
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hydrophobic fabric layer for droplet protection. 

Labeling: 

1. Name or trademark 

2. Filter efficiency/Classification 

3. Approval number 

4. Standard compliance 

5. Size of the respirator 

Sizes: Large 

Arc Technology (Pty) Ltd 

each 

R 55,00 

5 days 

ARC-TEC (GENERIC) 

CHINA 

N/A 

50 000 

21 days 

5 000 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

each 

R 69,00 

90 days 

LMS 

CHINA 

makrite 

No stock 

Not applicable 

150 000 

14 days 

Multisurge (Pty) Ltd 

each 

R 80,50 

30 days 

LETIAN 

CHINA 

SUZHOU LETIAN PROTECTIVE PRODUCTS 

CO LTD 

No stock 

Not applicable 

10 000 

21 days 

Tara Healthcare (Pty) Ltd 

each 

R 150,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

1 000 000 

20 days 

RTCOVID19-004 

"Mask surgical face standard. Type 1, procedure mask with elastic earloops, single 
use, and latex free. 

For patient procedures. 

Colour: Different colours acceptable 

Shape: Rectangula 

Label on packaging to state: 

Bacterial filtration efficiency of product, latex content. 

Box of 50" 

Allenco Medical And Dental 

Supplies CC 


R 2,12 

30 days 

Halyard 

USA 

Halyard 

No stock 

Not applicable 

30 000 

22 days 

Arc Technology (Pty) Ltd 

each 

R 9,00 

5 days 

GENERIC 

CHINA 

N/A 

50 000 

21 days 

5 000 000 

22 days 

Quality Medical Supplies (Pty) Ltd 

each 

R 10,35 

90 days 

A+ 

CHINA 

Anging Yipak Packaging Material 

2 000 000 

21 days 

10 000 000 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 

each 

R 13,02 

7 days 

iclear 

CHINA 

NANFANG 

100 000 

21 days 

10 000 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

each 

R 17,25 

90 days 

LMS 

CHINA 

hian medigauze 

No stock 

Not applicable 

1 400 000 

22 days 

JD Strategic Investments 

each 

R 18,40 

90 days 

BULL 

India 

JD Strateic Investments 

500 000 

21 days 

500 000 

22 days 

ALFREHUTCH TRADING CC 

box of 50 

R 294,54 

90 Days 

HUTCH 

BELGIUM 

Halyard 

10 000 

21 days 

10 000 

22 days 

Multisurge (Pty) Ltd 

box of 50 

R 460,00 

30 days 

U-SAFE 

CHINA 

JIANGSU JIANYU HEALTH MEDICAL CO 

LTD 

1580 

21 days 

5 000 

22 days 

UNITRADE 1032 CC 

box of 50 

R 516,24 

120 days 

UNI PRO 

CHINA 

HUBEI XIAMENG HEALTH 

No stock 

Not applicable 

AS REQUIRED 

22 days 

Tara Healthcare (Pty) Ltd 

box of 50 

R 2 350,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

60 000 

21 days 

150 000 

22 days 

RTCOVID19-005 

Isollation gown 

Protective 3- layers of spunbond meltblown spunbound fabric) Top layer of 
spunbound polypropylene, a middle layer of meltdown polypropylene and a bottom 
layer of meltdown polypropylene for light fluid contact and contact Isolation, elastic 
cuff. Tape-tab neck closure, Tie waist. Non Sterile 

Dimensions: Large 

Length: (from shoulder to hem) 116cm 

Sleeve length: (from shoulder to wrist) 56cm 

Belt length: 167cm 

Belt Width: 5cm 

Belt place: (neck to top of belt) 38cm 

Allenco Medical And Dental 

Supplies CC 

each 

R 24,55 

30 days 

Halyard 

USA 

Halyard 

No stock 

Not applicable 

30 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

each 

R 40,25 

90 days 

LMS 

RSA 

Logan Medical and Surgical 

100 000 

21 days 

1 300 000 

22 days 

Lechoba Medical Technologies 
(Pty) Ltd 

each 

R 59,95 

90 days 

SAFETY-MED 

USA 

SAFETY MEDICAL PRODUCTS 

No stock 

Not applicable 

500 000 

22 days 

Tara Healthcare (Pty) Ltd 

each 

R 125,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

ALFREHUTCH TRADING CC 

each 

R 128,75 

90 days 

HUTCH 

CHINA/ INDIA 

SUGAMA SUPER UNON MEDICAL 

300 000 

21 days 

30 000 

22 days 

Arc Technology (Pty) Ltd 

each 

R 175,00 

5 days 

GENERIC 

CHINA 

N/A 

5 000 

21 days 

5 000 000 

22 days 

Multisurge (Pty) Ltd 

each 

R 310,50 

30 days 

U-SAFE 

CHINA 

ANHUI MEDPUREST MEDICAL 

TECHNOLOGY CO LTD 

No stock 

Not applicable 

2 000 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 

each 

R 408,95 

7 days 

iclear 

CHINA 

Mtfix 

200 000 

21 days 

10 000 000 

22 days 

Quality Medical Supplies (Pty) Ltd 

each 

R 750,00 

90 days 

A+ 

CHINA 

Anging Yipak Packaging Material 

500 000 

21 days 

1 000 000 

22 days 

RTCOVID19-006 

Isollation gown 

Protective 3- layers of spunbond meltblown spunbound fabric) Top layer of 
spunbound polypropylene, a middle layer of meltdown polypropylene and a bottom 
layer of meltdown polypropylene for light fluid contact and contact Isolation, elastic 
cuff. Tape-tab neck closure, Tie waist. Non Sterile 

Dimensions: Extra Large 

Length: (from shoulder to hem) 127cm 

Sleeve length: (from shoulder to wrist) 62cm 

Belt length: 172cm 

Belt Width: 5cm 

Belt place: (neck to top of belt) 39cm 

Arc Technology (Pty) Ltd 

EACH 

R 19,00 

5 days 

GENERIC 

CHINA 

N/A 

50 000 

21 days 

5 000 000 

22 days 

Allenco Medical And Dental 

Supplies CC 

each 

R 31,05 

30 days 

Halyard 

USA 

Halyard 

No stock 

Not applicable 

30 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

each 

R 34,50 

90 days 

LMS 

RSA 

Logan Medical and Surgical 

No stock 

Not applicable 

1 300 000 

22 days 

Lechoba Medical Technologies 
(Pty) Ltd 

each 

R 59,95 

90 days 

SAFETY-MED 

USA 

SAFETY MEDICAL PRODUCTS 

200 000 

21 days 

500 000 

22 days 

Tara Healthcare (Pty) Ltd 

each 

R 125,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

ALFREHUTCH TRADING CC 

each 

R 128,75 

90 days 

HUTCH 

CHINA/ INDIA 

SUGAMA SUPER UNON MEDICAL 

No stock 

Not applicable 

30 000 

22 days 

Arc Technology (Pty) Ltd 

each 

R 184,00 

5 days 

GENERIC 

CHINA 

N/A 

No stock 

Not applicable 

5 000 000 

22 days 
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Multisurge (Pty) Ltd 

each 

R 310,50 

30 days 

U-SAFE 

CHINA 

ANHUI MEDPUREST MEDICAL 

TECHNOLOGY CO LTD 

No stock 

Not applicable 

2 000 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 

each 

R 564,28 

7 days 

iclear 

CHINA 

Mtfix 

No stock 

Not applicable 

10 000 000 

22 days 

Quality Medical Supplies (Pty) Ltd 

each 

R 750,00 

90 days 

A+ 

CHINA 

Anging Yipak Packaging Material 

No stock 

Not applicable 

1 000 000 

22 days 

RTCOVID19-007 

"Mask surgical face. Type 1: Fluid mask without eyeshield, single use. 

The mask should be made from four layers of fabric and pleated horizontally with 
three pleats. 

Have four tie backs for fastening to head 

Fit a wide range of face shapes and sizes to permit easy breathing 

Have a strip of foam rubber at the top edge at the back and a nose piece of flexible 
material at the front which enable the mask to be shaped around the nose and face. 
Packaging should indicate: 

Bacterial filtration efficiency, latex content, classification and type. 

Box of 50 

(Note: Not the N95 mask) " 

Allenco Medical And Dental 

Supplies CC 

each 

R 8,28 

30 days 

Sumbow 

CHINA 

Sumbow 

No stock 

Not applicable 

30 000 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 


R 13,02 

7 days 

iclear 

CHINA 

NANFANG 

500 000 

21 days 

10 000 000 

22 days 

ALFREHUTCH TRADING CC 


R 299,76 

90 Days 

HUTCH 

BELGIUM 

Halyard 

50 000 

21 days 

10 000 000 

22 days 

Multisurge (Pty) Ltd 

Box of 50 

R 690,00 

30 days 

U-SAFE 

CHINA 

JIANGSU JIANYU HEALTH MEDICAL CO 

LTD 

2 800 

21 days 

1000 

22 days 

Tara Healthcare (Pty) Ltd 

box 50 

R 2 350,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

60 000 

21 days 

150 000 

22 days 

RTCOVID19-008 

Medical hand sanitizer, with not less than 70% alchohol 
must comply to WHO-recommended handrub formulations 

Lechoba Medical Technologies 
(Pty) Ltd 

500ML 

R 60,75 

90 days 

OPTISAFE GEL 

INDIA 

MICROGEN HYGIENE INDIA 

300 000 

21 days 

500 000 

22 days 

UNITRADE 1032 CC 

500ML 

R 62,10 

120 days 

ANTIBAC SPRAY 

RSA 

CHEMLOG 

No stock 

Not applicable 

AS REQUIRED 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 

500ML 

R 84,33 

7 days 

iclear 

CHINA 

NANFANG 

10 000 

21 days 

10 000 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

500ML 

R 92,00 

90 days 

LMS 

RSA 

Logan Medical and Surgical 

100 000 

21 days 

1 300 000 

22 days 

Tara Healthcare (Pty) Ltd 

500ML 

R 98,50 

180 days 

TARA 

RSA 

Hychem 

1 000 000 

21 days 

10 000 000 

22 days 

Allenco Medical And Dental 

Supplies CC 

500ML 

R 103,50 

30 days 

Alco 

RSA 

Alco 

No stock 

Not applicable 

30 000 

22 days 

RTCOVID19-009 

Sanitizer, containers, 25 litre 

Tara Healthcare (Pty) Ltd 

25 litre 

R 125,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

UNITRADE 1032 CC 

25 litre 

R 1 500,75 

120 days 

ANTIBAC SPRAY 

RSA 

CHEMLOG 

No stock 

Not applicable 

AS REQUIRED 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 

25 litre 

R 2 459,43 

7 days 

EDS Chemicals 

RSA 

EDS Chemicals 

500 

21 days 

5 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

25 litre 

R 3 450,00 

90 days 

LMS 

RSA 

Logan Medical and Surgical 

100 000 

21 days 

650 000 

22 days 

RTCOVID19-010 

Wipes, container, 25 litre 

Tara Healthcare (Pty) Ltd 

25 liter 

R 125,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

RTCOVID19-011 

Medical and sugical disposable bags. Red 

ALFREHUTCH TRADING CC 

each 

R 0,42 

4 days 

HUTCH 

RSA 

PJ PLASTICS 

20 000 000 

21 days 

100 000 000 

22 days 

Promed Technology (Pty) Ltd 

each / per bag 

R 1,30 

180 days 

Flowe-Pac 

RSA 

Flowe-Pac 

1 000 000 

21 days 

1 000 000 

22 days 

Promed Technology (Pty) Ltd 

each / per bag 

R 5,00 

180 days 

Flowe-Pac 

RSA 

Flowe-Pac 

1 000 000 

21 days 

1 000 000 

22 days 

Promed Technology (Pty) Ltd 

each / per bag 

R 13,40 

180 days 

Flowe-Pac 

RSA 

Flowe-Pac 

1 000 000 

21 days 

1 000 000 

22 days 

Tara Healthcare (Pty) Ltd 

each 

R 125,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

RTCOVID19-012 

Bottle disinfectant, 5 litre 

Promed Technology (Pty) Ltd 

5 litres 

R 90,00 

180 days 

Sanit 

RSA 

Chemical Logistics 

2 000 

21 days 

2 000 

22 days 

Tara Healthcare (Pty) Ltd 

5 litres 

R 125,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

UNITRADE 1032 CC 

5 litres 

R 350,00 

120 days 

ANTIBAC SPRAY 

RSA 

CHEMLOG 

No stock 

Not applicable 

AS REQUIRED 

22 days 

Multisurge (Pty) Ltd 

5 litres 

R 460,00 

30 days 

ALL + CARE 

RSA 

SAIBER ENERGY CC 

200 

21 days 

500 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 

5 litres 

R 500,38 

7 days 

EDS Chemicals 

RSA 

EDS Chemicals 

1000 

21 days 

5 000 

22 days 

Logan Medical and Surgical (Pty) 

Ltd 

5 litres 

R 690,00 

90 days 

LMS 

RSA 

Logan Medical and Surgical 

100 000 

21 days 

650 000 

22 days 
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Allenco Medical And Dental 

Supplies CC 

5 litres 

R 724,50 

30 days 

Alco 

RSA 

Alco 

No stock 

Not applicable 

30 000 

22 days 

RTCOVID19-013 

Tank Disinfectant, 5 litres 

Promed Technology (Pty) Ltd 

5 litres 

R 90,00 

180 days 

Sanit 

RSA 

Chemical Logistics 

2 000 

21 days 

2 000 

22 days 

Tara Healthcare (Pty) Ltd 

5 litres 

R 125,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

Tripple N Medical Distributors (Pty) 
Ltd 

5 litres 

R 500,38 

7 days 

EDS Chemicals 

RSA 

EDS Chemicals 

1000 

21 days 

5 000 

22 days 












Logan Medical and Surgical (Pty) 

Ltd 

5 litres 

R 690,00 

90 days 

LMS 

RSA 

Logan Medical and Surgical 

100 000 

21 days 

650 000 

22 days 

RTCOVID19-014 

Protective cover bodysuits, disposable - Microporous type 5/6 coverall 

Arc Technology (Pty) Ltd 

each 

R 59,00 

180 days 

KARAM 

CHINA 

N/A 

No stock 

Not applicable 

10 000 

60 days 

Protective cover bodysuits, disposable 

ALFREHUTCH TRADING CC 

each 

R 89,76 

90 days 

Hutch 

CHINA/ INDIA 

SUGAMA 

1 000 000 

21 days 

100 000 000 

22 days 

Protective cover bodysuits, disposable - CHEMICAL RESISTANT/ 55gsm/ Medium/ 
packed in polybag/ 50 per carton/ minimum order quantity 5,000 (100 cartons) 

Arc Technology (Pty) Ltd 

each 

R 175,00 

5 days 

ARC-TEC (GENERIC) 

CHINA 

N/A 

5 000 

21 days 

1 000 000 

22 days 

Protective cover bodysuits, disposable 

Arc Technology (Pty) Ltd 

each 

R 225,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

No stock 

Not applicable 

500 000 

22 days 

Protective cover bodysuits, disposable 

Arc Technology (Pty) Ltd 

each 

R 537,99 

90 days 

SMP MICROPOROUS 
PROTECTIVE COVERALS / 

USA/GERMANY 

SAFETY MEDICAL PRODUCTS / DU PONT 

10 000 

21 days 

500 000 

22 days 

Protective cover bodysuits, disposable 

Arc Technology (Pty) Ltd 

each 

R 564,28 

7 days 

iclear 

CHINA 

NANFANG 

10 000 

21 days 

10 000 000 

22 days 

Protective cover bodysuits, disposable NON WOVEN POLYPROPYLENE COVERALLS 
MEDIUM, LARGE, X-LARGE, XX-LARGE, 3X LARGE 

Arc Technology (Pty) Ltd 

each 

R 575,00 

30 days 

U-SAFE 

CHINA 

ANHUI MEDPUREST MEDICAL 

TECHNOLOGY CO LTD 

5 638 

21 days 

1000 

22 days 

Protective cover bodysuits, disposable 

Arc Technology (Pty) Ltd 

each 

R 659,58 

90 days 

LMS 

CHINA 

hian medigauze 

No stock 

Not applicable 

1 400 000 

22 days 

Protective cover bodysuits, disposable 

Arc Technology (Pty) Ltd 

each 

R 883,27 

120 days 

PROSUITS 

CHINA 

HUBEI XIAMENG HEALTH 

No stock 

Not applicable 

AS REQUIRED 

22 days 

RTCOVID19-015 

Visors 

Disposable 

Constructed from high-quality optically clear, distortion-free 7mil polyester film 
Anti-fog coating 

Must fit well over spectacles 

Foam brow-band fits comfortably against the forehead 

Headband/arms to holds visor in place disposable/reusable 

Arc Technology (Pty) Ltd 

EACH 

R 18,00 

120 days 

VISIONPRO 

RSA 

UNITRADE 1032 CC 

No stock 

Not applicable 

AS REQUIRED 

21 days 

Arc Technology (Pty) Ltd 

each 

R 21,28 

30 days 

Alco 

RSA 

Alco 

No stock 

Not applicable 

30 000 

60 days 

Arc Technology (Pty) Ltd 


R 24,35 

90 days 

Hutch 

RSA 

PJ PLASTICS 

50 000 

10 DAYS 

100 000 000 

7 Days 

Arc Technology (Pty) Ltd 

each 

R 49,50 

90 days 

SMP FULL-FACE VISOR 

USA 

SAFETY MEDICAL PRODUCTS 

No stock 

Not applicable 

Not indicated 

30 days 

Arc Technology (Pty) Ltd 

each 

R 89,55 

180 days 

TARA 

INDIA 

Shreeman Trading 

15 000 

25 days 

100 000 

30 days 

Arc Technology (Pty) Ltd 

each 

R 115,00 

30 days 

U-SAFE 

CHINA 

JIANGSU JIANYU HEALTH MEDICAL CO 

LTD 

200 

3 days 

1000 

21 days 

RTCOVID19-016 

Goggles 

Good seal with the skin of the face, 

Flexible PVC frame to easily fit with all face contours even with pressure, 

Enclose eyes and the surrounding areas. 

Accommodate wearers with glasses, 

Clear plastic lenses with fog and scratch resistant treatment 

Arc Technology (Pty) Ltd 

EACH 

R 25,00 

120 days 

VISION GUARD 

RSA 

UNITRADE 1032 CC 

No stock 

Not applicable 

AS REQUIRED 

21 days 

Arc Technology (Pty) Ltd 

EACH 

R 28,00 

5 days 

ARC-TEC (GENERIC) 

CHINA 

N/A 

250 000 

30 days 

1 000 000 

21 days 

ALFREHUTCH TRADING CC 


R 49,85 

90 days 

Hutch 

RSA 

PJ PLASTICS 

20 000 

10 Days 

1 000 000 

7 days 

Quality Medical Supplies (Pty) Ltd 

Each 

R 65,00 

90 days 

Elitemed 

CHINA 

Kejian Medical 

30 000 

10 days 

50 000 

20 days 

Lechoba Medical Technologies 
(Pty) Ltd 

each 

R 65,90 

90 days 

DV-21 WIDE VISION 

RSA 

DROMEX 

100 000 

10 DAYS 

120 000 

21 days 

Lechoba Medical Technologies 
(Pty) Ltd 

each 

R 65,90 

90 days 

DV-21 WIDE VISION 

RSA 

DROMEX 

78 400 

10 DAYS 

120 000 

21 days 

Tara Healthcare (Pty) Ltd 

each 

R 89,55 

180 days 

TARA 

INDIA 

Shreeman Trading 

15 000 

25 days 

100 000 

30 days 

Supra Healthcare Jhanesburg (Pty) 
Ltd 

each 

R 379,50 

90 days 

AVACARE 

RSA 

NORTH SAFETY 

500 

5 days 


30 days 

Multisurge (Pty) Ltd 

each 

R 172,50 

30 days 

RONDO 

CHINA 

RONDO INDUSTRO PTY LTD 

500 

3 days 

1000 

21 days 
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TABLE 2: ITEMS NOT ON TRANSVERSAL CONTRACTS 


ITEM NUMBER 

ITEM DESCRIPTION 

Supplier Name 

UNIT OF 

MEASURE 

PRICE OFFERED 
(Incl. of all 
applicable taxes) 

VALIDITY 

PERIOD 

BRAND NAME 

COUNTRY OF 

ORIGIN 

NAME OF MANUFACTURER 

QUANTITY 

AVAILABLE IN STOCK 

LEAD TIME (WITH 
STOCK AVAILABLE) 

FUTURE 

QUANTITY 

LEAD TIME FOR 

FUTURE QUANTITY 

RTCOVID19-017 

Powered Air Purifying Respirator (PARP) 

Motorised battery charger, flow tubes 

Battery packs 

HEPA filters 

Breathing tubes 

JD Strategic Investments 

each 

R 24 437,50 

90 days 

Freflow VI TM-H2 hood 
PAPR system 

CHINA 

TECMEN 

No stock 

Not applicable 

1000 

21 days 

NEW AGE MEDIDENT 

each 

R 24 437,50 

90 days 

Freflow VI TM-H2 hood 
PAPR system 

CHINA 

TECMEN 

No stock 

Not applicable 

1000 

21 days 

Tara Healthcare (Pty) Ltd 

each 

R 29 500,00 

180 days 

TARA 

INDIA 

Shreeman Trading 

10 000 

20 days 

10 000 

21 days 

RTCOVID19-018 

Digital Body Thermometer 

Tara Healthcare (Pty) Ltd 

each 

R 125,00 

180 days 

TARA 

India 

Shreeman Trading 

20 000 

30 days 

50 000 

60 days 

Digital Body Thermometer INFRARED NON CONTACT 

Multisurge (Pty) Ltd 

each 

R 2 300,00 

30 days 

SEJOY 

CHINA 

HANGZHOU SEJOY ELECTRONICS & 

INSTRUMENTS CO LTD 

No stock 

Not applicable 

500 

21 days 
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